HEADQUARTERS 
589th AAF Base Unit 
(3RD FOREIGN TRANSPORT GROUP) 
FERRYING DIVISION, ATC 
Hamilton Field, California 

CERTIFICATE 

This is to certify that on the 25 da:; of November 19 44 , 
'TAwF H. GAHHNRB , successfully 

completed the foQott$.ng subjects in Special Ground Training for 
C-54 Transport Crews, 3rd Foreign Transport Group, Ferrying Divisior 
Air Transport Command: 



SUBJECT 



HOURS 



GRADE 



ENGINEERING 

Airplane in general 
Oil system 
Fuel system 

Heating and ventilating 
Hydraulic system 
Automatic pilot 

Emergency procedures and equipment 
Electrical system 
Preflight and daily inspection 
Check list and weight & balance 
Engine operation and trouble shooting 

Final Examination 
COMMUNICATIONS 

Code C.7/. 6 w/m 
NAVIGATION 



' 95 
S 
93 

\ 

) 98 



79 



Use of slide rule (Comp) 
Wind vector problem (Comp) 




JAmmZMK, LONG 
Captai-n 7 , Air Corp; 
Director of Training 



Some of Lt. Gardner's exam papers were lost. 
S Indicates courses satisfactorly completed. 




SUBJECT 



HOURS 



GRADE 



ENGINEERING 



Airplane in general 
Oil system 
Fuel system 

Heating and ventilating 
Hydraulic system 
Automatic pilot 

Emergency procediires and equipment 
Electrical system 
Preflight and daily inspection 
Check list and weight f; balance 
Engine operation and troiible shooting 

Final Examination 
COMMUNICATIONS 

Code C.W. 6 w/m 
NAVIGATION 



95 
S 

93 
) 93 



79 



Use of slide rule (Cortp) 
Wind vector problem (Conp) 




LAUREN^A H. LONG 
Captain, Air Corps 
Director of Training 



Some of Lt. Gardner's exa;n papers were lost. 
S Indicates courses satisfactorly completed. 




